The Latin Mass 


at John the Baptist 
in Hamden, Connecticut 


& the priest ultimately 
injuncts Ite missa est. 


Go the mass is finished, 
& the altar boy re- 


sponding for the con- 
gregation, Deo Gratius. 


Thanks be to God, &I, 
a fresh little un-coy kid, 
think, honestly! think 


the intended flavor is 
thank God the f*n 
thing is over! 


